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RECORD OF EARNINGS AND DIVIDENDS 


The table below shows the profit available for dividends on 
common stock per share of average common stock outstanding in 
each of the last twenty-five years: 


1903. 

.$17.76 

1904. 

. 14.59 

1905. 

. 15.17 

1906. 

. 15.52 

1907. 

. 10.17 

1908. 

. 7.37 

1909 (11 months). 

. 9-96 

1910. 

. 16.66 

1911. 

. 14.55 

1912. 

. 16.20 

1913. 

. 12.88 

1914. 

. 11.03 

1915. 

. 11.56 


1916 .$18.31 

1917 . 26.50 

1918 . 14.93 

1919 . 20.93 

1920 . 16.62 

1921. 12.92 

1922 . 14.86 

1923 . 18.40 

1924 . 21.13 

1925 . 20.49 

1926 . 6 . 14 * 

1927 . 6.41 


For more than twenty-eight years cash dividends have been 
paid continuously on the common stock and from April 1900 to 
and including April 1926, the rate was uniformly $8 per share per 
annum, with an extra Red Cross dividend of $1 per share in 1917. 
In May 1926, four shares of no par value common stock were ex¬ 
changed for each $100 par value share. Cash dividends at the rate of 
$3 per share per annum were paid on the new stock from July 1926 
to April 1927 inclusive. In July 1927 an extra cash dividend of $1 
per share was paid and at the same time the regular cash dividend 
rate was increased to $4 per share per annum, which has been paid 
regularly to date. 

In addition to cash dividends, the following distributions of 
stock, per share of General Electric common stock, have been made 
during the last twenty-five years: 

1912—30% in common stock 

1917—2% in common stock 

1918 to 1921 inclusive—4% annually in common stock 

1922 to 1925 inclusive—5% annually in special stockf 

1924—1 share of Electric Bond & Share Securities Corporation 
stock 

1926—$1 in special stock f 


•Number of shares of common stock increased four for one in 1926. 
fSpecial stock, par value $10 per share, paying 6% annual dividends. 































Schenectady, N. Y., March 28, 1928 


To the Stockholders of the 

General Electric Company 

Orders received during the year 1927 were $309,784,623, com¬ 
pared with $327,400,207 in the year 1926, a decrease of 5 per cent. 

Unfilled orders at the end of the year were $68,916,000, com¬ 
pared with $72,297,000 at the end of 1926, a decrease of 5 per cent. 


COMPARATIVE STATEMENT OF INCOME AND EXPENSES 


1927 1926 


Net sales billed.$312,603,771.53 $326,974,103.84 

Less: Cost of sales, including operating, 
maintenance and depreciation charges, 

reserves and provision for all taxes.... 276,454,003.37 289,878,335.40 

Net income from sales.$ 36,149,768.16 $ 37,095,768.44 

Income from other sources: 


Income from associated companies.... $ 5,642,884.66 $ 


Income from miscellaneous securities.. 1,010,164.14 

Interest and discount. 3,262,924.08 

Income from U.S. Government securities 3,787,063.58 

Royalties and sundry revenue. 1,692,881.92 


4,937,901.17 

915,835.86 

3,047,048.71 

2,647,502.31 

1,013,238.27 


$ 15,395,918.38 $ 12,561,526.32 

Total income.$ 51,545,686.54 $ 49,657,294.76 

Less: All interest payments.$ 284,485.81 $ 436,511.81 

Addition to general reserve. 2,461,712.00 2,548,284.31 


$ 2,746,197.81 $ 2,984,796.12 


Profit available for dividends.$ 48,799,488.73 $ 46,672,498.64 

Less: 6% cash dividends on special stock . 2,574,446.55 2,357,614.20 


Profit available for dividends on common 

stock.$ 46,225,042.18 

Less: Cash dividends on common stock.. 34,251,774.25 

Dividend paid in special stock. 


$ 44,314,884.44 
19,828,896.75 
7,210,810.00 


Surplus for the year 


$ 11,973,267.93 $ 17,275,177.69 
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CONDENSED BALANCE SHEET 
December 31, 1927 and 1926 


ASSETS 


1927 1926 

Fixed investments: 

Manufacturing plants at cost, including 

land, buildings and machinery. $200,896,984.37 $192,095,670.76 

Less: General plant reserve and depre¬ 
ciation. 1 5 0,5 5 8,6 1 2.38 14 1,5 38,2 8 1.1 3 


$ 50,3 38,37 1.99 $ 5 0,5 57,3 89.63 

Warehouses, office buildings, etc. 2,496,892.36 2,5 58,789.98 

Furniture and appliances (other than in 

factories). 1.00 1.00 

Patents.. 1.00 1.00 


Total fixed investments $ 52,835,266.35 $ 53,116,181.61 

Associated companies. 90,330,622.16 71,472,186.58 

Miscellaneous securities. 12,618,703.77 13,162,091.63 


Current assets: 

Inventories.. 

Installation work in progress.. 
Notes and accounts receivable 
U. S. Government securities... 
Cash. 


67,2 13,7 05.87 
16,789,740.17 
33,969,497.14 
76,37 1,000.00 
77,393,006.92 


65,295,1 54.88 
2 2,324,783.36 
5 4,889,20 7.78 
68,935,000.00 
78,601,549.18 


$271,736,950.10 $290,045,695.20 
Less: Advance payments on contracts... 19,068,609.07 25,980,527.58 

Total current assets.... $252,668,341.03 $264,065,167.62 
Deferred charges. 627,590.56 532,608.79 

$409,080,523.87 $402,348,236.23 
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CONDENSED BALANCE SHEET 


December 31, 

1927 and 1926 


LIABILITIES AND CAPITAL 



1927 

1926 

3M% Debenture bonds due 1942 $ 2,047,000.00 

$ 2,047,000.00 

U. S. Government loan. 


1,200,000.00 

Current liabilities: 

Accounts payable. 

Accrued taxes, federal and other. 

Dividends payable. 

1 2,72 1,346.48 

1 2,57 1,5 3,9.45 
7,854,563.05 

1 3,903,682.45 
15,582,048.99 
6,0 5 1,7 2'1.3 5 

Total current liabilities. 

$33,147,448.98 

$35,537,452.79 

Reserves for self-insurance, 
workmen’s compensation, etc. 

5,014,514.74 

4,866,717.22 

Reserve for pension payments.. 

* 

4,260,486.00 

Charles A. Coffin Foundation.. 

400,000.00 

400,000.00 

General reserve: 

At January 1st. 

Added during year from income. 

27,696,550.81 

2,461,712.00 

2 5,148,266.50 
2,548,284.3 1 

Total general reserve ... 

$30,158,262.81 

$27,696,550.81 

Special stock: 

Authorized 5,500,000 shares, par value 
$10. 

42,929,635.00 

42,929,635.00 

Common stock and surplus: 

Common stock (authorized 7,400,000 
shares no par value; issued 

7,211,481 84/100 shares). 

Surplus at January 1st. . . 

Surplus for the year. 

180,287,046.00 

103,123,348.41 

1 1,973,267.93 

180,287,046.00 

85,848,170.72 

17,275,177.69 

Total common stock and 
surplus. 

$295,383,662.34 $283,410,394.41 
$409,080,523.87 $402,348,236.23 

•Transferred to Pension Trust (see page 11) 
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Committees of the Board of Directors reviewed the valuation 
of manufacturing plants, investments in associated companies, mis¬ 
cellaneous securities, inventories, and notes and accounts receivable, 
and the figures used in this report are the result of such review. 

MANUFACTURING PLANTS 

From the formation of the General Electric Company in 
1892, there had been expended on manufacturing plants 

up to December 31, 1926. $260,326,267.93 

Added during 1927. 17,360,823.50 

$277,687,091.43 

Dismantled, sold, or otherwise disposed of. 76,790,107.06 

Cost of present plants. $200,896,984.37 

General plant reserve and depreciation, 

December 31, 1926. $141,538,281.13 

Added during 1927. 9,020,331.25 $150,558,612.38 

Net book value December 31,1927. $ 50,338,371.99 


During the last year a seven-story brick and concrete unit of the 
Philadelphia switchgear factory was completed at a cost of nearly 
$3,000,000, and further progress was made in the concentration of 
engineering, manufacturing and sales of switchgear and allied lines 
at this plant. The Philadelphia Works now includes more than 
1,000,000 sq. ft. of manufacturing floor space. 

Another project completed in 1927 at a cost of more than 
$1,000,000 is the high-power testing laboratory at Schenectady. This 
plant, in a building 72 ft. by 225 ft., has a massive pit structure of 
steel and concrete, designed for testing, with safety to the operators, 
the largest pieces of revolving machinery at very high speeds, and for 
testing and research work on oil circuit breakers. The pit, so far as 
we know, is the largest of its kind ever constructed and will permit 
tests which cannot now be duplicated anywhere else in the world. 

ASSOCIATED COMPANIES 

Investments in associated companies have been appraised and 
are carried at a net valuation of $90,330,622.16, compared with 
$71,472,186.58 at the end of 1926. These amounts include advances 
as well as securities, since a large part of the advances are required per¬ 
manently in the business. The increase of $18,858,435.58 is due in part 
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to additional investments in associated manufacturing companies and 
in part to advances to enable the Electrical Securities Corporation 
and the United Electric Securities Company to call bonds amounting 
to $13,440,000, which were outstanding in the hands of the public, 
and for other purposes. These increases were partially offset by a 
decrease in advances to the Contract Purchase Corporations. 

The interest and dividends received from these associated com¬ 
panies amounted to $5,642,884.66, which is slightly more than 6 per 
cent of the value at which these investments are carried. If your 
Company’s proportion of all earnings of associated companies avail¬ 
able for dividends, whether paid or not, had been taken into income, 
the increase would have been approximately 60 cents per share on 
the common stock of your Company. 

G-E Merchandise Distributors 

Among the associated companies are fourteen electrical distrib¬ 
utors handling General Electric merchandise products. At the close 
of 1927 there were fifty designated distributors, including the fourteen 
referred to above, operating in one hundred and three cities through¬ 
out the United States. A complete list of G-E Merchandise Dis¬ 
tributors appears on page 23. 

Contract Purchase Corporations 

Your Company has supplied to the Contract Purchase Corpora¬ 
tions, which finance installment sales of General Electric and asso¬ 
ciated company products, a total of $16,130,000 through the purchase 
of capital stock and advances. This is $1,943,000 less than the corre¬ 
sponding amount at the end of 1926, because of a reduction in 
the volume of financing during the latter part of the year. 

MISCELLANEOUS SECURITIES 

Miscellaneous securities have been appraised and are carried at 
$12,618,703.77, compared with $13,162,091.63 at the end of 1926. 

With the exception of the holdings in the Mohawk Hudson 
Power Corporation, which controls public utility plants in Schenec¬ 
tady and other cities in central New York, and into which your 
Schenectady plant is tied, these securities consist of stocks, bonds and 
notes of public utility and other companies and individuals, acquired 
in the course of business, many of them in settlement of customers’ 
accounts receivable. 
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CURRENT ASSETS 

Inventories 

Inventories in factories and warehouses and on consignment 
have been valued in accordance with the custom of your Company, 
at cost or market, whichever is lower. After deducting reserves, they 
are carried at $67,213,705.87, compared with $65,295,154.88 at the 
end of 1926. 

Special attention has been given to the supervision of inven¬ 
tories, and particularly their relation to shipments. The following 
table shows the relation of inventories to shipments billed in each of 
the last eight years: 



Inventories 

Net 

Ratio of 

Year 

at end 

shipments 

inventories 


of year 

billed 

to shipments 

1920 

$118,109,173.99 

$275,758,487.57 

42.8% 

1921 

64,848,188.87 

221,007,991.64 

29.3 

1922 

75,334,561.79 

200,194,294.09 

37.6 

1923 

83,746,031.05 

271,309,695.37 

30.9 

1924 

68,485,161.08 

299,251,869.15 

22.9 

1925 

67,798,190.20 

290,290,165.97 

23.4 

1926 

65,295,154.88 

326,974,103.84 

20.0 

1927 

67,213,705.87 

312,603,771.53 

21.5 


Notes and accounts receivable 

Notes and accounts receivable, after deducting reserves, are 
carried at $33,969,497.14, compared with $54,889,207.78 at the end of 
1926. The reduction is due to the smaller volume of business and to 
the payment of notes. 

Cash and Government securities 

At December 31, 1927, cash amounted to $77,393,006.92, and 
temporary investments in securities of the U.S. Government amounted 
to $76,371,000.00, or a total of $153,764,006.92, compared with 
$147,536,549.18 at the close of the previous year. 

FUNDED DEBT 

The only funded debt of your Company outstanding at Decem¬ 
ber 31, 1927, was $2,047,000 three and one-half per cent gold 
debenture bonds due in 1942. 
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CURRENT AND CONTINGENT LIABILITIES 

Total current liabilities amounted to $33,147,448.98, compared 
with $35,537,452.79 at the end of 1926. Your Company has no notes 
payable, or any obligations bearing its endorsement, outstanding. 
The only contingent liability is that of guarantor of $1,882,756 in 
connection with the employees* housing plan, which is adequately 
secured. A review of the home ownership plan appears on page 15. 


PENSION TRUST 

Heretofore your Company has carried as a reserve on its balance 
sheet an amount sufficient to meet its obligations to employees who 
had reached pensionable age or were retired on pension. At Decem¬ 
ber 31, 1926, this amounted to $4,260,486. In December 1927 the 
amount was increased to $5,000,000, and a Pension Trust of that 
amount was created. 

Your officers have been studying the pension plan for several 
years and the Board of Directors recently adopted a new plan, which 
was announced to employees last December. This plan provides for 
an earlier retiring age and is made contributory on the part of the 
employees, so that upon retirement the provision for old age shall 
be more nearly adequate. 

Pensions amounting to $378,468.51 were paid to 673 retired 
employees during 1927, some of whom drew pensions for only part 
of the year. On December 31st there were 607 on the pension rolls. 

CHARLES A. COFFIN FOUNDATION 

When the Board of Directors created the Charles A. Coffin 
Foundation in 1922, it was announced that the Foundation was 
formed “as an expression of appreciation of Mr. Coffin’s great work, 
not only for the General Electric Company, but also for the entire 
electrical industry and with the desire to make this appreciation 
enduring and constructive, as Mr. Coffin’s life and work have been”. 

In carrying out the provisions of the Foundation the following 
awards were made during the year: 

In June 1927 the Committee of the National Electric Light 
Association awarded the Charles A. Coffin Medal to the Edison 
Electric Illuminating Company of Boston and $1,000 to the Edison 
Employees’ Club, an association of employees of that company. 
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In October 1927 the Committee of the American Electric 
Railway Association awarded the Charles A. Coffin Medal to the 
Grand Rapids (Michigan) Railroad Company and $1,000 to 
employees* benefit organizations connected with that company. 

The Committee representing the American Institute of Electrical 
Engineers, the Society for the Promotion of Engineering Education, 
and the Academy of Sciences awarded Charles A. Coffin Fellowships 
to seven graduates of American colleges who desired to carry on 
post-graduate research work and who needed and were found worthy 
of assistance. 

The Advisory Committee of your Company awarded twenty- 
seven Certificates of Merit, carrying with them honorariums in cash, 
to employees for meritorious work and distinguished service. Among 
them were nine workmen in the shops, two foremen, eight engineers, 
and eight members of the commercial and administrative organ¬ 
izations. 


FEDERAL TRADE COMMISSION INVESTIGATION 

On February 9, 1925, the Senate of the United States adopted 
Resolution No. 329, 68th Congress, 2nd Session (“Norris Resolu¬ 
tion”), directing the Federal Trade Commission to investigate and 
report to the Senate to what extent the General Electric Company 
monopolizes or controls the production, generation or transmission 
of electric energy or power, whether produced by steam, gas or water 
power, and the manner in which such monopoly has been acquired 
and maintained, or in which such control is exercised in restraint of 
trade or commerce and in violation of law. 

On January 15, 1926, this Company issued to its stockholders 
a statement with respect to its position in the electrical industry. 

The investigation of the Commission was exhaustive and 
involved an examination of records, contracts and correspondence 
not only of the home office, but at many of the district offices of the 
Company. Our principal customers and competitors were also inter¬ 
rogated. The Company, in accordance with its usual practice, co¬ 
operated in every way with the Federal Trade Commission to make 
full disclosure of all the facts relevant to the inquiry. 

Pursuant to the above resolution, on February 21, 1927, the 
Commission made its first report, entitled “Control of Power Com¬ 
panies” and on January 12, 1928, made its final report, entitled “The 
Supply of Electrical Equipment and Competitive Conditions’*. The 
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report finds that your Company has no monopoly of either, nor con¬ 
trol thereof in restraint of trade or commerce and in violation of law. 

STOCKHOLDERS 

The number of holders of common and special stock at 
December 21, 1927, was 49,841, and included residents of every 
state in the Union. This compares with 46,305 at December 15, 
1926. 



FOREIGN BUSINESS 

The export business of your Company is conducted by the 
International General Electric Company,Incorporated.Those portions 
of its orders and billing which were for General Electric products are 
included in the corresponding figures of the General Electric Company 
at their cost to the International Company. 

The International Company’s business yielded a profit available 
for dividends of $1,556,335.82, compared with $1,538,306.99 in 1926. 
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Dividends of $1,500,000 were paid during 1927, of which your 
Company received $1,368,163.53, which is included in the financial 
statement as part of “Income from associated companies”. 

The assets of the International Company have been valued by 
the same methods as those used by your Company and the accounts 
were audited by the same certified public accountants. 

ORGANIZATION CHANGES 

Dwight W. Morrow resigned as Director on October 14, 1927, 
to accept the appointment as Ambassador to Mexico. At the meeting 
of the Board of Directors held December 9, 1927, Thomas Cochran 
was elected a Director to fill the vacancy. 

On April 12,1927, Henry W. Darling resigned as Vice President. 

On April 29, 1927, Charles W. Appleton was elected Vice 
President in charge of your Company’s relations with public utilities. 

On May 25,1927, because of ill health, Francis C. Pratt resigned 
as Vice President in charge of manufacturing. To take over the large 
responsibilities of the administration of the Manufacturing Depart¬ 
ment, the Board of Directors elected Cummings C. Chesney, William 
R. Burrows and Charles E. Eveleth, Vice Presidents. 

EMPLOYEES AND PAYROLLS 

The average number of employees of your Company during 
1927, not including those of associated companies, was 72,981, com¬ 
pared with 75,711 in 1926. Total earnings of these employees 
amounted to $130,798,000 in 1927 and $134,003,000 in 1926. 
Average annual earnings per employee were $1,792 and $1,770 
respectively, an increase of 1.2 per cent. The cost of living, according 
to the index of the National Industrial Conference Board, decreased 
2.4 per cent in 1927 compared with 1926. 

Compared with the year 1914, average annual earnings of 
employees in 1927 have increased 122 per cent and the cost of living 
has increased 64 per cent. 

PRICES 

The trend of selling prices of your Company’s products con¬ 
tinued downward in 1927, as a result of improved manufacturing 
methods and keen competition in the industry. 

An interesting example of price reductions due largely to im- 
poved manufacturing methods is provided by the incandescent lamp. 
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Since 1920 reductions have been made in the prices of Mazda lamps 
so that present prices are only 50 per cent of 1914 prices. 

GROUP LIFE AND DISABILITY INSURANCE 

For nearly eight years your Company has provided group life 
and disability insurance protecting a large majority of the employees. 
The 1926 report described a contributory plan which became effec¬ 
tive in November 1925, and since that time approximately $1,650,000 
has been paid to 722 beneficiaries, of which $817,000 was under the 
free insurance policy of the Company, and $833,000 was the addi¬ 
tional insurance paid for by the employees. 

HOME OWNERSHIP PLAN 

There has been continued satisfactory progress in the acquisition 
of homes by employees. During 1927, 365 homes of a value of 
$2,777,767 were financed under the plan. 

In all, 1,490 employees have been assisted in financing their 
homes, representing a value of $11,172,191, of which they have paid 
at least $4,413,955, or approximately 40 per cent, the remainder 
being carried by financial institutions on first and second mortgages. 

SAVINGS PLAN FOR EMPLOYEES 

The demand of employees for bonds of the G.E. Employees 
Securities Corporation has continued, and at December 31, 1927, 
there were $31,082,560 of bonds owned or being paid for on the 
installment plan by more than 33,000 employees. 

Individual subscriptions are limited to $500 per year, and 96 per 
cent of the bonds are owned or are being paid for by employees receiv¬ 
ing less than $6,000 per year. No employee has more than $10,500. 

Bonds of the G. E. Employees Securities Corporation bear 6 per 
cent interest, to which is added 2 per cent as long as the original pur¬ 
chaser remains in the employ of the Company and retains the bonds. 

Net savings of employees invested in bonds (less all redemp¬ 
tions) during the last five years were as follows: 



Number of 
Subscribers 

Amount 

1923. 

.25,000. 

_$5,287,900 

1924. 

.27,000. 

.... 5,150,300 

1925. 

.30,000. 

_4,903,020 

1926. 

.32,000. 

.... 4,723,640 

1927. 

.33,000. 

.... 5,259,410 
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UNEMPLOYMENT 

For some time your officers have been studying unemploy¬ 
ment and its attendant evils. It is difficult for any one company, 
especially in so highly competitive a field, to do anything compre¬ 
hensive in eliminating or, indeed, even affecting to any great extent 
this very serious problem. Neither one company nor one industry 
can solve it. 

Your Company has endeavored at all times to have the employ¬ 
ment of its tried personnel as continuous as possible and, in times of 
business recession, has adopted the various means that experience 
has suggested, such as manufacturing for stock in advance of orders, 
transferring employees from one department to another, etc. 

Unemployment insurance and means for ameliorating the hard¬ 
ships as they affect individuals, either partially employed or out of 
work, have been considered, but no final plan has been adopted. 

At the same time, representatives of the employees at some of 
the factories have given attention to this most serious problem. The 
Works Council at Schenectady has adopted a Relief and Loan Plan, 
which is participated in by the employees and the Company on an 
equal basis, and the following is taken from their report: 

The records show that 362 employees have been given 
prompt financial help for emergencies caused by personal sick¬ 
ness, sickness or death in the family, unemployment, and short- 
time work. Loans to members have amounted to $42,877, 
without interest. 


The certificate of the certified public accountants testifying to 
the correctness of the published financial statements, will be found 
on page 17. 

By order of the Board of Directors, 

Owen D. Young, Chairman 
Gerard Swope, President 
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PEAT, MARWICK, MITCHELL & CO. 

Accountants and Auditors 

40 Exchange Place, New York, March 14,1928. 

To the Board of Directors of the 

General Electric Company, 

120 Broadway, New York. 

Dear Sirs: 

We have examined the books and accounts of the General Electric Company 
for the year ended December 31, 1927, and hereby certify that the Condensed 
statement of income and expenses and Balance sheet appearing on pages 5-7 
of this report are in accordance with the books and, in our opinion, correctly 
record the results of the operations of the Company for the year and the 
condition of its affairs as at December 31, 1927. 

We have verified the cash and securities by actual count and inspection or 
by certificates which we have obtained from the depositories. The valuations 
at which the investment in Associated companies, and the investment securi¬ 
ties, are carried have been approved by a Committee of the Board of Directors 
and, in our opinion, are conservative. Our audit has not included the examina¬ 
tion of the accounts of certain of the companies which are controlled through 
stock ownership, but Balance sheets of these companies have been submitted 
to us. 

We have scrutinized the notes and accounts receivable and are satisfied 
that full provision has been made for possible losses through bad and doubt¬ 
ful debts. 

Certified inventories of merchandise, work in progress, and materials and 
supplies have been submitted to us and we have satisfied ourselves that these 
inventories have been taken in a careful manner, that full allowance has been 
made for old or inactive stocks, and that they are conservatively stated on the 
basis of cost or market, whichever is lower. Provision has also been made for 
possible allowances or additional expenditures on completed contracts. 

Expenditures capitalized in the property and plant accounts during the year 
were properly so chargeable as representing additions or improvements. 
Ample provision has been made in the operating accounts for repairs, renewals 
and depreciation, as also liberal reserves for contingencies. 

Yours truly, 

PEAT, MARWICK, MITCHELL & CO. 
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From a painting by Walter L. Greene 

AIRPLANE CARRIER U.S.S. SARATOGA 
180,000 shaft horsepower; speed 40 miles per hour. 

Most powerful craft afloat. Electrically equipped 
by General Electric 
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GENERAL ELECTRIC FACTORIES 

The main office and works of the General Electric Company are situated 
in Schenectady, N. Y. 

Schenectady Works manufactures: Large turbine sets (10,000 kw. and 
above), large induction motors, marine generator sets, motor-generator sets, gen¬ 
erator voltage regulators, direct-current generators, synchronous converters, 
aviation lighting equipment, alternating-current generators, synchronous motors, 
industrial control apparatus, wire and cable, railway line materials, industrial 
motors, searchlights, radio apparatus (receiving and transmitting), Coolidge 
tubes, electric refrigerators, industrial heating devices, solenoid brakes, mercury 
arc rectifiers, insulating compounds, welding apparatus, and laboratory products. 

River Works (West Lynn, Mass.) manufactures: Constant current trans¬ 
formers, small turbine sets (up to 10,000 kw.), induction motors, direct-current 
motors and generators, arc lamps, street lighting equipment, headlights, incan¬ 
descent searchlights, traffic signals, small motors, automotive motors, gears and 
pinions, Textolite and Fabroil gears, centrifugal compressors, Tungar rectifiers, arc 
welders, and quartz products. A branch foundry is located at Everett, Mass. 

West Lynn Works manufactures: Meters, instruments, demand indi¬ 
cators, electrodes, rectifier tubes, Tungar bulbs, and instrument transformers. 

Pittsfield (Mass.) Works manufactures: Transformers, lightning arres¬ 
ters, feeder voltage regulators, industrial heating devices, single-phase motors, cur¬ 
rent limiting reactors, primary cutouts, and capacitors. 

Erie (Pa.) Works manufactures: Electric locomotives (railway, mining, 
and industrial), railway motors and control, reciprocating air compressors, trans¬ 
formers, alternating-current generators, synchronous motors, and crane, mill, and 
hoist motors. 

Fort Wayne (Ind.) Works and a branch at Decatur, Ind., manufacture: 
Fractional horsepower motors, meters and instruments, transformers, dyna¬ 
mometers, refrigerating apparatus, alternating- and direct-current generators and 
motors, and motor-generator sets. 

Bridgeport (Conn.) Works manufactures: Wiring devices, code and fix¬ 
ture wire, rubber-covered 'wire and cable, flexible conduit, welding electrodes, 
and electric fans. Rigid conduit is manufactured at the New Kensington. 
Pa. branch. 

Bloomfield (N. J.) Works manufactures: Control devices, rheostats, 
controllers, thermal relays, and miscellaneous magnetic control. 

Baltimore Works manufactures: Switchgear, air and oil circuit 
breakers, and outdoor disconnecting switches and fittings. 

Philadelphia Works manufactures: Switchgear and accessories, air 
circuit breakers, oil circuit breakers, relays, indoor lever and disconnecting 
switches, automatic substation equipment, and outdoor station equipment. 

Oakland (Calif.) Works manufactures: Transformers, induction 
motors, and switchboard panels. 

York Insulated Wire Works is located at York, Pa. 

Incandescent lamp and radio tube factories: Bridgeville, Pa., Buffalo, 
N. Y., Cleveland, Ohio, East Boston, Mass., Harrison, N. J., Newark, N. J., Niles, 
Ohio, Oakland, Calif., Providence, R. I., St. Louis, Mo., Warren, Ohio, Youngs¬ 
town, Ohio. 
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S.S. CALIFORNIA 

Largest elearically propelled commercial ship and first large passenger ship to be equipped 
with turbine-electric drive; speed almost 21 miles per hour. Electrically 
equipped by General Electric 
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SALES OFFICES 


Akron, Ohio.159 South Main St. 

Atlanta, Ga.187 Spring St., N. W. 

Baltimore, Md. . 39 West Lexington St. 
Binghamton, N. Y. . . . 19 Chenango St. 
Birmingham, Ala.602 N. Eighteenth St. 

Bluefield, W. Va.307 Federal St. 

Boston, Mass.84 State St. 

Buffalo, N. Y.39 East Genesee St. 

Butte, Mont.20 West Granite St. 

Canton, Ohio.700 Tuscarawas St., West 

Charleston, W. Va.201 Capitol St. 

Charlotte, N. C. . . 200 South Tryon St. 

Chattanooga, Tenn.536 Market St. 

Chicago, Ill.230 South Clark St. 

Cincinnati, Ohio.. .215 West Third St. 

Cleveland, Ohio.925 Euclid Ave. 

Columbus, Ohio. ... 17 South High St. 

Dallas, Tex.1801 North Lamar St. 

Davenport, Iowa. ... Ill East Third St. 

Dayton, Ohio.25 North Main St. 

Denver, Colo.650 Seventeenth St. 

Des Moines, Iowa.418 West Sixth Ave. 

Detroit, Mich.700 Antoinette St. 

Duluth, Minn. ... 14 West Superior St. 

El Paso, Tex.109 North Oregon St. 

Erie, Pa.10 East Twelfth St. 

Fort Wayne, Ind. 1635 Broadway 

Grand Rapids, Mich. .201 Monroe Ave. 

Hartford, Conn.18 Asylum St. 

Houston, Tex.1016 Walker Ave. 

Indianapolis, Ind. 106 North Illinois St. 

Jackson, Mich .212 Michigan Ave., West 
Jacksonville, Fla. ... 11 East Forsyth St. 
Kansas City, Mo.. . 1004 Baltimore Ave. 

Knoxville, Tenn.602 South Gay St. 

Little Rock, Ark. . 223 West Second St. 
Los Angeles, Calif.. . 5201 Santa Fe Ave. 
Louisville, Ky. . . .455 South Fourth St. 


Memphis, Tenn.130 Madison Ave. 

Miami, Fla.. ..25 Southeast Second Ave. 

Milwaukee, Wis.425 East Water St. 

Minneapolis, Minn... 107 South Fifth St. 
Nashville, Tenn. . 234 Third Ave., North 

Newark, N.J.20 Washington Place 

New Haven, Conn.129 Church St. 

New Orleans, La.837 Gravier St. 

New York, N. Y.120 Broadway 

Niagara Falls, N. Y.201 Falls St. 

Oklahoma City, Okla. 15 No. RobinsonSt. 
Omaha, Neb.409 South Seventeenth St. 

Philadelphia, Pa.1321 Walnut St. 

Phoenix, Ariz.11 West Jefferson St. 

Pittsburgh, Pa. 535 Smithfield St. 

Portland, Ore.329 Alder St. 

Providence, R. I.... 76 Westminster St. 
Richmond, Va . . . .700 East Franklin St. 

Rochester, N. Y.89 East Ave. 

St. Louis, Mo. . . .112 North Fourth St. 
Salt Lake City, Utah..200 South Main St. 

San Antonio, Tex.601 Navarro St. 

San Francisco, Calif.235 Montgomery St. 

Schenectady, N. Y.1 River Road 

Seattle, Wash.811 First Ave. 

Spokane, Wash.421 Riverside Ave. 

Springfield, Mass. 1387 Main St. 

Syracuse, N. Y. ... 113 South Salina St. 

Tacoma, Wash.950 Pacific Ave. 

Tampa, Fla.112 Cass St. 

Terre Haute, Ind.701 Wabash Ave. 

Toledo, Ohio. 520 Madison Ave. 

Tulsa, Okla.409 South Boston St. 

Utica, N. Y.258 Genesee St. 

Washington, D. C.. . 1405 G St., N. W. 

Waterbury, Conn.195 Grand St. 

Worcester, Mass.340 Main St. 

Youngstown, Ohio.16 Central Sq. 


SERVICE SHOPS 


Atlanta, Ga.496 Glenn St., S.W. Los Angeles, Calif. . 5203 Sante Fe Ave. 

Buffalo, N. Y.318 Urban St. Minneapolis,Minn,. .4l0Third Ave.,No. 

Chicago, Ill.509 East Illinois St. New York, N. Y.. . . 627 Greenwich St. 

Cincinnati, O.215 West Third St. Philadelphia, Pa..1223 Washington Ave. 

Cleveland, O.1133 East 152nd St. St. Louis, Mo.1009 Spruce St. 

Dallas, Tex.1801 North Lamar St. Salt Lake City, Utah. 

Detroit, Mich.700 Antoinette St. 360 W. Second South St. 

Kansas City, Mo.819 East 19th St. Seattle, Wash. .1508 Fourth Ave., South 


Special Service Divisions are also maintained at the following Works: Erie, 
Pa.; Ft. Wayne, Ind.; Oakland, Calif.; Pittsfield, Mass.; Schenectady, N. Y.; West 
Lynn, Mass. (River and West Lynn Works). 


BROADCASTING STATIONS 

WGY, Schenectady, N. Y. KOA, Denver, Colo. KGO, Oakland, Calif. 
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TESTING PIT, SCHENECTADY WORKS 
For testing the largest pieces of revolving machinery at very high 
speeds with safety to the operators (see page 8) 
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G-E MERCHANDISE DISTRIBUTORS 


Abilene, Tex... Southwest Gen’l Elec. Sup. Co. 
Akron, Ohio. .Lake States Gen'l Elec. Supply Co. 

Albany, N. Y.Havens Electric Co., Inc. 

Amarillo, Tex.. .Southwest Gen’l Elec. Sup. Co. 

Atlanta, Ga.Carter Electric Co. 

Baltimore, Md.Southern Electric Co. 

Binghamton, N. Y.. Southern Tier Elec’l Sup. Co. 
Birmingham, Ala.. Matthews Electric Supply Co. 

Boston, Mass.General Electric Sup. Corp. 

Bridgeport, Conn. 

Southern New England Electric Co. 

Bronx, N. Y.General Electric Supply Corp. 

Brooklyn, N. Y. 

Royal Eastern Electrical Supply Co. 
Brooklyn, N. Y.. . General Electric Sup. Corp. 
Buffalo, N. Y... Electric Supply and Equip. Co. 

Butte, Mont.Butte Electric Supply Co. 

Charleston, W. Va.Virginian Electric, Inc. 

Charlotte, N. C.. Electric Supply and Equip. Co. 

Charlotte, N. C.Southern Electric Co. 

Chattanooga, Tenn.. .. Southeastern Electric Co. 
Chicago, Ill.. Central States Gen’l Elec. Sup. Co. 

Chicago, Ill.Commonwealth Edison Co. 

Chicago, Ill.. Metropolitan Electrical Supply Co. 
Cincinnati, Ohio. Lake States Gen’l Elec. Sup. Co. 
Cleveland, Ohio. Lake States Gen’l Elec. Sup. Co. 

Columbia, S. C.Perry-Mann Elec. Co., Inc. 

Columbus, Ohio. Lake States Gen’l Elec. Sup. Co. 

Dallas, Tex.Southwest Gen’l Elec. Sup. Co. 

Davenport, Iowa . .Crescent Electric Supply Co. 

Dayton, Ohio.Wm. Hall Electric Co. 

Dayton, Ohio. .Lake States Gen’l Elec. Sup. Co. 
Denver, Colo. 

Hendrie & Bolthoff Mfg. & Sup. Co. 

Denver, Colo.Mountain Elec. Co. 

Des Moines, Iowa. Mid-West Gen’l Elec. Sup. Co. 

Detroit, Mich.Frank C. Teal Co. 

Detroit, Mich. .Lake States Gen’l Elec. Sup. Co. 
Dubuque, Iowa . Crescent Electric Supply Co. 
Duluth, Minn.. Northwest Gen’l Elec. Sup. Co. 
Elmira, N. Y.. . .Electric Supply and Equip. Co. 

Erie, Pa.Electric Supply and Equip. Co. 

Evansville, Ind.. Lake States Gen’l Elec. Sup. Co. 
Fargo, N. D. . .Northwest Gen’l Elec. Sup. Co. 
Fort Wayne, Ind. Protective Electrical Supply Co. 
Grand Rapids, Mich..C. J. Litscher Electric Co. 

Greensboro, N. C.National Elec. Sup. Co. 

Hartford, Conn. Southern New England Elec. Co. 
Houston, Tex. Southwest Gen’l Elec. Sup. Co. 
Indianapolis, Ind. Lake States Gen’l Elec. Sup. Co. 

Jackson, Mich.C. J. Litscher Electric Co. 

Jacksonville, Fla.. .. Florida Electric Supply Co. 
Jamaica. N. Y. .Royal Eastern Electrical Sup. Co. 
Jersey City, N. J.. . .General Electric Sup. Corp. 
Kalamazoo, Mich. . .. C. J. Litscher Electric Co. 
Kansas City, Mo. Mid-West Gen’l Elec. Sup. Co. 

Knoxville, Tenn.Southeastern Electric Co. 

LaCrosse, Wis... Northwest Gen’l Elec. Sup. Co. 
Long Beach, Calif. . Pacific States Electric Co. 
Long Island City, N. Y. 

Royal Eastern Electrical Supply Co. 

Los Angeles, Calif-Pacific States Electric Co. 

Louisville, Ky.James Clark, Jr., Co. 


Madison, Wis.Crescent Electric Supply Co. 

Memphis, Tenn.Wesco Supply Co. 

Miami, Fla.Florida Electric Supply Co. 

Milwaukee, Wis.G-Q Electric Co. 

Minneapolis, Minn. 

Northwest Gen’l Elec. Sup. Co. 

Nashville, Tenn.Wesco Supply Co. 

Newark, N. J.. . .General Electric Supply Corp. 

Newark, N. J.E. B. Latham & Co. 

New Bedford, Mass.. Union Electric Supply Co. 
New Haven, Conn. 

Southern New England Elec. Co. 

New Orleans, La.Wesco Supply Co. 

New Rochelle, N. Y. 

Royal Eastern Electrical Supply Co. 

New York. N. Y.E. B. Latham & Co. 

New York, N. Y. 

Royal Eastern Electrical Supply Co. 
New York, N. Y.. General Electric Supply Corp. 

Norfolk, Va....Southern Electric Co. 

Oakland, Calif..Pacific States Electric Co. 

Oklahoma City, Okla. 

Southwest Gen’l Elec. Sup. Co. 
Omaha, Neb... .Mid-West Gen’l Elec. Sup. Co. 
Paterson, N. J... General Electric Supply Corp. 
Philadelphia, Pa.. .Frank H. Stewart Electric Co. 

Philadelphia, Pa.Jones-Beach & Co. 

Philadelphia, Pa.. .Phila. Elec. Co. Supply Dept. 

Phoenix, Ariz.Pacific States Electric Co. 

Pittsburgh, Pa.Union Electric Co. 

Portland, Me.General Electric Sup. Corp. 

Portland, Ore.Pacific States Electric Co. 

Providence, R. I.Union Electric Supply Co. 

Richmond, Va.Southern Electric Co. 

Rochester, N. Y_Wheeler-Green Electric Co. 

Rockford, Ill.Swords Electric Co. 

St. Joseph, Mo... Mid-West Gen’l Elec. Sup. Co. 

St. Louis, Mo.Wesco Supply Co. 

St. Paul, Minn.. Northwest Gen’l Elec. Sup. Co. 

Salt Lake City, Utah.Capital Electric Co. 

San Diego, Calif..Pacific States Electric Co. 

San Francisco, Calif... Pacific States Electric Co. 

Savannah, Ga.Carter Electric Co. 

Scranton, Pa.. . .Electric Supply and Equip. Co. 

Seattle, Wash.Pacific States Electric Co. 

Shreveport, La.Wesco Supply Co. 

South Bend, Ind.South Bend Electric Co. 

Spokane, Wash.Pacific States Electric Co. 

Springfield, Ill.Wesco Supply Co. 

Springfield, Mass.. .. General Electric Sup. Corp. 

Syracuse, N. Y.Syracuse Supply Co. 

Tacoma, Wash.Home Electric Co. 

Tampa, Fla.Florida Electric Supply Co. 

Toledo, Ohio..Lake States Gen’l Elec. Sup. Co. 
Tulsa, Okla.. Southwest Gen’l Elec. Supply Co. 

Utica, N. Y_Langdon & Hughes Electric Co. 

Washington, D. C.. National Electrical Sup. Co. 
Waterbury, Conn. 

Southern New England Elec. Co. 

Wheeling, W. Va.Gee Electric Co. 

Wichita, Kans.Sutton Electric Sup. Co. 

Wilkesbarre, Pa.. ..Elec. Supply and Equip. Co. 


Motor Dealers and Lamp Agencies in all large cities and towns. 

Distributors outside of the United States and Canada: 

INTERNATIONAL GENERAL ELECTRIC COMPANY, INC. 

New York City Schenectady, N. Y. London 

Distributors in Canada: 

CANADIAN GENERAL ELECTRIC COMPANY, LTD. 

Toronto, Ontario 
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G-E REFRIGERATOR DISTRIBUTORS 


Akron, Ohio.The H. G. Bogart Co. 

Albany, N. Y.E. S. & E. Co. 

Altoona, Pa.J. E. Spence 

Amarillo, Tex.Finklea Electric Co. 

Asheville, N. C.Piedmont Electric Co. 

Ashtabula, Ohio.Grove Electric Co. 

Atlanta, Ga.Alexander-Seewald Co. 

Atlantic City, N. J.. Eastern Hardware & Sup. Co. 

Augusta, Ga.Young Electric Works 

Austin, Tex.John L. Martin 

Baltimore, Md.The Hines Co. 

Beaumont, Tex.Gulf States Utilities Co. 

Billings, Mont.F. B. Connelly Co. 

Birmingham, Ala.Matthews Electric Co. 

Boston, Mass. 

Electric Refrig. Co. of New England 

Boston, Mass.Eastern Service Co. 

Buffalo, N. Y.Erco, Inc. 

Canton, Ohio.The Willis Co. 

Charleston, W. Va. .Elec. Home Appliance Co. 

Charlotte, N. C.Glasgow-Stewart Co. 

Chattanooga, Tenn.. .. Electric Refrig. Co., Inc. 

Chicago, Ill.R. Cooper, Jr., Inc. 

Cincinnati, Ohio.Milnor Refrig. Co. 

Cleveland, Ohio.Cushman Refrig. Co. 

Columbus, Ohio.Bard & Barger, Inc. 

Dallas, Tex.A. C. Rogers 

Davenport, Iowa.Arnold-Ervin Co. 

Dayton, Ohio.F. P. Lutz 

Denver, Colo.B. K. Sweeney Elec. Co. 

Detroit, Mich.Electric Utilities Co. 

Dover, N. H.P. F. Casey 

Duluth, Minn.A. S. Dunning, Inc. 

East St. Louis, Ill... East St. Louis Lt. & Pr. Co. 

Easton, Pa.Morrison Electric Shop 

Elmira, N. Y.E. S. & E. Co. 

El Paso, Tex.O. E. Cone 

Eureka, Ill.Klaus Radio & Elec. Co. 

Evansville, Ind.-.Elec. Refrig. Co. 

Fargo, N. D.Dakota Refrig. Co. 

Fort Worth, Tex.Reid & Bywaters Inc. 

Fresno, Calif.Valley Electric Supply Co. 

Green Bay, Wis.Morley-Murphy Co. 

Greenville, S. C.Huntington & Guerry 

Harrisburg, Pa.N. K. Ovalle 

Hartford, Conn.Newton-Parsons Co. 

Honolulu, Hawaii.W. A. Ramsay, Ltd. 

Houston, Tex.Radio Lighthouse 

Indianapolis, Ind.. . Hoosier Electric Refrig. Co. 
Indianapolis, Ind. . . .Interstate Pub. Service Co. 

Jackson, Mich.Crandall Electric Co. 

Jackson, Miss.A. G. Riddick 

Johnstown, Pa.Swank Hardware Co. 

Kalamazoo, Mich.L. R. Klose Electric Co. 

Kansas City, Mo.Glueck & Co. 

La Crosse, Wis.Electric Supply Co. 

Lincoln, Neb.Mid-West Refrig. Co. 

Los Angeles, Calif.The Geo. Belsey Co. 

Louisville, Ky.Electric Refrig. Co. 

Madison, Wis.Madison Electric Refrig. Co. 

Manchester, N. H.Howard L. Lamprey 

Memphis, Tenn.Ray H. Boaz Co., Inc. 


Milwaukee, Wis.Electric Refrig. Co. 

Minneapolis, Minn.Electric Refrig. Co. 

Morgantown, W. Va.Elec’l Equip. Co. 

Nashville, Tenn.H. Kai House 

Newark, N. J.Philip H. Harrison & Co. 

New Castle, Pa.New Castle Hardware Co. 

New Orleans, La. . . .Woodward, Wight & Co. 

Newport News, Va.Perry Electric Co. 

New York, N. Y.Rex Cole, Inc. 

Norfolk, Va.Levy-Page Co. 

Oakland, Calif.L. H. Bennett 

Okanogan, Wash.. .C. E. Blackwell & Co., Inc. 

Oklahoma City, Okla..Ahrens Supply Co. 

Omaha, Neb.. . Storz Western Auto Supply Co. 

Philadelphia, Pa.Judson C. Burns, Inc. 

Pine Bluff, Ark.Arkansas Pr. & Lt. Co. 

Pittsburgh, Pa.Ochiltree Electric Co. 

Pittsfield, Mass.Electric Device Co. 

Portland, Me.Maine Electric Co. 

Portland, Ore.Arch Electric Co. 

Raleigh, N. C.Motor & Equip. Co. 

Reading, Pa.General Eng. Co. 

Reno, Nev.Truckee River Power Co. 

Richmond, Va.Dallas A. Shafer & Co. 

Roanoke, Va. . . . Lockwood-Embree Sales Corp. 

Rochester, N. Y.Wheeler Refrig. Co. 

St. Joseph, Mo.Domestic Refrig. Co. 

St. Louis, Mo.Domestic Refrig. Co. 

St. Paul, Minn.Lambert & Simpson 

St. Petersburg, Fla. .Florida Electric Refrig. Co. 

Saginaw, Mich.Morley Bros. 

Salisbury, Md .. Bouton, Hardy & Waddington 

Salt Lake City, Utah.Motor Equipment Co. 

San Angelo, Tex.Findlater Hardware Co. 

San Antonio, Tex.Central Pr. & Lt. Co. 

San Antonio, Tex.Wright Bros. 

San Diego, Calif.George T. Bauder 

Scranton, Pa.E. S. & E. Co. 

Seattle, Wash.Puget Sound Pr. & Lt. Co. 

Shreveport, La.Cahn Electric Co. 

Sioux Falls, S. D.B. F. Kragtorp 

South Bend, Ind.N. B. McCarty 

Spokane, Wash.Electric Refrig. Co. 

Springfield, Mo.Hurlburt Supply Co. 

Steubenville, Ohio. . . .Ohio Valley Electric Co. 

Syracuse, N. Y.E. S. & E. Co. 

Tacoma, Wash.Electric Refrig. Sales Co. 

Tampa, Fla.Florida Elecric Refrig. Co. 

Taylorville, Ill.F. S. Bulpitt & Sons 

Terre Haute, Ind. .The A. Fromme Lumber Co. 
Toledo, Ohio 

Lake States General Electric Sup. Co., Inc. 
(W. G. Nagel Supply Division) 

Tulsa, Okla.Refrig. Sales Corp. 

Washington, D. C.. .National Elec. Supply Co. 
Waterbury, Conn. .Modern Home Utilities, Inc. 

Waukesha, Wis.Wis. Elec. Refrig. Co. 

Wheeling, W. Va.W. N. Hogan. Inc. 

Wichita, Kans. .Johnson Bros. Auto Supply Co. 

Wilkesbarre, Pa.E. S. & E. Co. 

Worcester, Mass.Coghlin Elec. Co. 

Youngstown, Ohio.Norris Co. 

Zanesville, Ohio.American Light Co. 
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